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ACTION EUR-25 

INFO OCT-01 ISO-OO SS-15 INR-10 NSC-10 CIAE-00 DRC-01 

RSC-01 /063W 

012225 

R 041200Z OCT 73 
FM AMEMBASSY LISBON 
TO SECSTATE WASHDC 8568 
INFO CSAF WASHDC/LGTLA 



LIMITED OFFICIAL USE LISBON 3665 

EO 11652: N/A 
TAGS: AMER, PO 

SUB J : MEDICAL AIR EVAC - GENERAL PAIVA 
REF: STATE 184571 

AS REPEATED PHONE CALLS UNSUCCESSFUL, WE WROTE PAF 
URGING RESPONSE TO QUESTIONS RAISED REFTEL. 

WE UNDERSTAND INFORMALLY THAT ADMINISTRATIVE 
FORMALITIES HAVE BEEN WORKED OUT AND THAT ON OCT. 2 
PAF SENT MESSAGE TO HOUSTON HOSPITAL ASKING WHEN 
PAIVA COULD COME. WE WILL PROVIDE ADDITIONAL INFORMATION 
WHEN AVAILABLE. 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973LISBON03665 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: LISBON 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 051 /aaaablmc. tel 

Line Count: 42 
Locator: TEXT ON-LINE 
Office: ACTION EUR 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: STATE 184571 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 -Sep-2001 by rowellE0>; APPROVED <28-Nov-2001 by golinofr> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL AIR EVAC - GENERAL PAIVA 
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